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PAGE 01 IAEA V 06406 251727Z 
67 

ACTION OES-05 

INFO OCT-01 10-10 ISO-OO ACDA-10 CIAE-00 INR-07 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 FEA-01 ARA-10 /066 W 

070907 

R 251426Z JUL 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 6178 
USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 6406 

E.O. 11652: N/A 

TAGS: AORG, EAID, IAEA, TECH, CS 

SUBJECT: EQUIPMENT GRANTS TO IAEA FOR 1975 (COSTA RICA 6/05) 

REF: A) IAEA VIENNA 6112; B) IAEA VIENNA 6148 

FURTHER TO REF. B, AGENCY (KENYERES) HAS SUBMITTED A 
MORE DETAILED SPECIFICATION OF THE EQUIPMENT REQUIRED 
FOR THE PROJECT COS/6/05: 

ONE LIQUID SCINTILLATION COUNTING SYSTEM FOR BETA- 
RAY MEASUREMENTS, WITH CAPACITY FOR 100 SAMPLES, WITH 
AUTOMATIC SAMPLE CHANGER, AND TELETYPEWRITER AND TAPE 
PUNCH PRINTOUT. 

ONE RADIOISOTOPE CALIBRATOR FOR MEASUREMENT OF DOSES 
TO BE ADMINISTERED TO PATIENTS, FOR USE WITH CAESIUM-137, 
COBALT-57, GOLD-198, INDIUM-1 13M, IODINE-131, MERCURY-197, 
SELENIUM-75, SOCIUM-22 AND TECHNITIUM-99M.LABOWITZ 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, TECHNICAL ASSISTANCE GRANTS, CONSULTANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 25 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975IAEAV06406 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750258-0278 
From: IAEA VIENNA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750722/aaaaatua.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 75 IAEA VIENNA 6112, 75 IAEA VIENNA 6148 

Review Action: RELEASED, APPROVED 

Review Authority: ShawDG 

Review Comment: n/a 

Review Content Flags: 

Review Date: 07 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JAN 2003 by ThomasVJ>; APPROVED <15 MAR 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT GRANTS TO IAEA FOR 1975 (COSTA RICA 6/05) 

TAGS: AORG, EAID, TECH, CS, IAEA 
To: STATE ERDA 
Type: TE 
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